

DOVER HOTEL 



1744 GLENARM PLACE— DENVER, COLORADO 









80 Comfortable, Modern, Clean Rooms • Suits for Families 
Moderate Rates • With or Without Baths 
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DOVER HOTEL 

SAM SCLAVENITIS, Prop. 

In the Heart of Denver , Convenient to the Theatres. 
Shopping Districts and Public Buildings 


New 600-Car Garage and 
Bus Terminal Next Door 


1744 Glenarm Place 
DENVER, COLO. 
Phone: MAin 4381 


